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2 aon Polsares, Gaynda, are trvine to arrange for the shirmont of the fol lowiny to 
Jos pons signmonts. of R-ray tubes: 


ce ag! .: Tying at Stoclchotn, 
oe 150 Kmay robes 
ob, lying dn Mow York; 3 | 
ae 50 Hachiett Thorax, chockrreot, “atercooled, X-ray tubss 
aa “ 301 tino delay tubes for picker (sic). 


ge 45 BP 229 oil-innersed, forced oil cooled, oe SSAA tubes. 
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